ates 
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Abt 3. pee 28/3/36, Mr. X e3 Lachine Manager of 
the urand Theatse intermed the station by telephone that 
a tear-gas bomod hud buret in the Cinema. 

A party of Police under In rector Bishop attended. 
Detectivd Police Vere posted at entrancee end exits, and 
enquiries wer. com-enced by D.D.G. "B", D.S.I. Crawford, 
DS. want and C.D.S. 309. 

~hortidy after the ~.30 p.m. performance started, 
teaturing Harold Lloyd in "Milky Way", people sitting in 
the stalls (right side front) had to move on account of 
tear-gas fumes suddenly pervading the place. About 
thirty people were moved upetairs by the Management and 
the immediate area cleared. 
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Attendar searched the floor and found the top 


gas fluic. The test tube appears to have been the 
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| part of a test tube containing a few drops of the tear 


ordinary 5" variety sealed over a bunsen burner ani broken 
short. The piece discovered was about 2" long: it was 
found in the furth row from the stage. 

The management adopted what measures it could to 
counteract. the eftect of the gas, but it ata kr at to the 
back i the ‘theatre. gos 

' there was: Ao panic end as far as.is. siizaitei 
laos the theatre before thé arrival of the ae 
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tee eee” Ge prog ed schoolchildren were at the performance, and 
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show was not interrupted. 

The manager remarked that he had seen four students 
conversing together before the show started, and he 
pointed out two of Wasats Ching Zau Bing (£5 fo ® ) anda 
Loh Tseng kz ) se Tnetattute Technique Franco-Chinois, 
who were questioned by the undersigned. They gave very 
satisfactory accounts of themselves and could not be 
identified with the occurrence. i 

Three theories are held at present as to the cause 
of the incident. 


1e It represents a protest against the showing of 
Karold Lloyd eto: which in the past have offended 


Chinese susceptibilities. 
Ge The incident was a practical joke. 
3e The whole affair was an accident, i.e. Someone 


having the tube on their person accidentally dropped 
it from a pocket. 


Under 2 and 3 it should be noted that a number of 
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seated not far from where the broken tube was found. 

At present the most feasible theory seams to be 
number 3. . 

The effect of the fumes was exceedingly irritating 
to the eyes, affecting the vision and causing tears to 
flow. The fluid was found to be very volatile and after 
a short while hed elapsed it bad entirely evaporated dita 
the brokem tube. Im this respect it reseables the sction 
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of 4 wel. Known lacheyiuator, xyiyl promide (tear gas). 

a thorough search ot the cinema .as made after 
the periormance, with the aid of the Eveready lantern 
recently issuei to stations, Lut although it was 
excecaingly useful nothing iturther was discovered that 
wouia assist tne rolice. 

Enquiries are proceeding with a view to tracing 
the cource of the fluid and test tube. 

b.O. "B" and Special Branch informed. 


Copy forwarded to special Branch. 
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